The Commonwealth of Massachusetts 

Executive Office of Public Safety 
Department of State Police 
305 South Street, Jamaica Plain, MA 02130 
617-983-6622 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHYP, MURRAY 
UEUTENANT GOVERNOR 

MARY ELIZABETH HEFFERNAN 
SECRETARY 

COLONEL TIMOTHY P. ALBEN 
SUPERINTENDENT 



7/27/12 

Mark Byron 

Assistant District Attorney 
Essex County 


Dear ADA Byron: 

Enclosed is the analytical information you requested in regards to laboratory 
certificate number Included are copies of the following: 


1) Laboratory Drug Receipt 

2) Laboratory Control Card with chemists’ hand notations 

3) Analysis Reporting Form with chemist’s hand notations 

4) Gas Chromatograph/Mass Spectrometer (GC/MS) analytical data 


All preliminary tests on this sample were performed by Daniel Renczkowski and the 
GC/MS analysis of this item was performed by Kate Corbett. 


If you have any questions about this material, please call the laboratory at 617-983- 
6622. 


Sincerely, 

Daniel Renczkowski 
Chemist II 

MA Department of State Police 
Crime Laboratory 


cc: KAC 
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Area Percent / Library Search Report 


Information from 
File Name : 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
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AcquisitionMeth: 
Integrator : 


Data File: 

E:\SYSTEM4\08_20_07\553293.D 
KAC 

21 Aug 2007 5:21 

COCAINE STD 

93 

DRUGS 

RTE 


Abundance 
: 1500000 

'■ 10000001 


4J44 


TIC: 553293TD" 


i 

500000 


0 


Time-> 2.00 2.50 

3.00 3.50 4.00 4.50 5.00 

5. bo 

abo 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.440 

1616720 

100. 

00 

100.00 


553293.D Fri Jul 27 13:59:45 2012 


Page 1 


Corbett email PRR 027633 















Area Percent / Library Search Report 


Information from 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
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Date Acquired 
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Area Percent / Library Search Report 


Information from Data File: 
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Area Percent / Library Search Report 


Information from 
File Name : 
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Sample Name : 
Submitted by : 
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